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Message Text 


TAGS: OGEN, OTRA, TECH, SWEL, GW 

SUBJECT: EDA REPRESENTATIVE PROVIDING CONSULTATIVE 

ASSISTANCE TO SCIENTIEIC INSTITUTE 


1 . FDA ADVISES THAT DR. JAMES H. VICKERS, VETERINARY 
MEDICAL OFFICER, BUREAU OF BIOLOGICS WILL BE IN GERMANY 
MAY 15-27, 1977. 

2. DR. VICKERS WILL ACT AS CONSULTANT TO PAUL-EHRLICH 
INSTITUTE CONCERNING POLIO MTELITIS VACCINE TESTING AND 
ESTABLISHMENT OF PRIMATE BREEDING COLONIES FOR RESEARCH 
REQUIREMENTS. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. 

VANCE 
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